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NARA RG104, Entry 1, Box 143 


[Abstract:] List of working Dies of 1886, destroyed in conformity with Section 3550. Revised 
Statutes. 


Mint of the United States at Philadelphia, 
Assay Department, 

January 4, 1887 

Sir - 


The following is a list of the working dies of 1886 — destroyed in conformity with section 
3550 Revised Statutes. 

























































































Gold 
Proof Dies. Obverse. Reverse. 
Double Eagle 1 1 
Eagle 1 1 
Half Eagle 1 1 
Quarter Eagle 1 1 
Three Dollar 1 1 
One Dollar 1 1 
6 6 
Silver 
Proof Ob. Rev. 
Dollar 1 1 
Half Dollar 1 1 
Quarter Dollar 1 1 
Dimes 1 1 
Minor Coin 
Proof Ob. Rev. 
Five Cent 1 1 
Three Cent 1 1 
One Cent 1 1 
7 7 
6 6 
13 13 
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Gold Ob. Rev. 
Double Eagle 1 1 
Eagle 10 10 
Half Eagle 13 13 
Quarter Eagle 1 1 
Three Dollar 1 1 
One Dollar 3 3 
Five Cent Nickel 100 100 
Three Cent 1 1 
130 130 
Silver Ob. Rev. 
Dollar 63 60 
Half Dollar 1 1 
Quarter Dollar 1 1 
Dime 38 38 
Bronze Ob. Rev. 
One Cent 47 47 
150 147 
130 130 
280 277 
Proof 13 13 
293 290 





Total Dies Destroyed Ob. 293, Rev. 290 = 583 


Jacob B. Eckfeldt 


Assayer 


Hon. Daniel M. Fox 


Superintendent 





